Lee County Mississippi Detention Center 


DISCLAIMER: 

The following information has been provided as a public service. Every reasonable effort has been made to assure the 
accuracy of this data. However, the data being provided herein is intended for informational purposes only. No 
guarantee is made as to the accuracy of the data and it should not be relied upon for any purpose other than general 

information. 


THE FACILITY ASSUMES NO LIABILITY ARISING FROM USE OF THIS DATA. THE DATA IS PROVIDED WITHOUT 
WARRANTY OF ANY KIND, EITHER EXPRESSED OR IMPLIED, INCLUDING, BUT NOT LIMITED TO, THE IMPLIED 
WARRANTIES OF MERCHANT ABILITY AND FITNESS FOR A PARTICULAR PURPOSE. 


Go Back To Inmate Roster 
Click Here To Send An Inmate A Gift 


Name 

MICHAEL CLOUSE 

Booking # 

1 

Booking Date 

12/26/2018 11:07:35 PM 

Primary Offense 


Arresting Agency 

TUPELO POLICE DEPARTMENT(107) 

Schedule Release Date 

N/A 



https://tcsi-roster.azurewebsites.net/lnmatelnfo.aspx?i=26&code=Lee&type=roster&iid=280025 


Wed Dec 12, 2018 at 11:20 PM 











































Height 

5ft 7in 

Weight 

198lbs 

Race 

Caucasian 

Hair 

Brown (Above Shoulder) 

Eyes 

Other 

Glasses 

No 


Charge Information 

Description 

Charge Type 

Bond Amount 

Fine Amount 

OPEN CONTAINER 

Misdemeanor 

$300.00 

$0.00 


Tiger Correctional Services 


https://tcsi-roster.azurewebsites.net/lnmatelnfo.aspx?i=26&code=Lee&type=roster&iid=280025 


Wed Dec 12, 2018 at 11:20 PM 

















